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Chapter 1 by Story Wars 


The day was bad. John just got out of bed when he stepped in dog poo poo. Then the shower 
was to hot then... 


Chapter 2 by JMac_4796 (F 


He started to scream like a little girl with her ponytails being pulled on when...... 


Chapter 3 by Yann W (F 


and he was dumb 


Chapter 4 by Loghan.B (F 
so dumb that he 
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died. 


Chapter 6 by Loghan.B (F 
BUT had to kill a piggy 
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